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584— TRINITY  CHURCH 
BROADWAY  AND  WALL  STREET 
NEW  YORK  CITY 

The  first  church  was  opened  for  services 
in  1698  and  destroyed  in  the  Great  Fire  oi 
1776.  The  second  church  was  consecrated  on 
March  25,  1790.  The  present  church  was  con- 
secrated on  Ascension  Day,  May  21,  1846. 
Nave:  103  ft.  6  in.  long,  72  ft.  wide,  70  ft. 
high.  Tower:  264  ft.  high.  Richard  Upjohn 
architect. 
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